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COPY 


tina ant sesssimenmname Pn reratariteniee: 


GENERAL PRECISION LABORATORY 


IN COR PORATED 


A SUBSIDIARY OF GENERAL PRECISION EQUIPMENT CORPORATION 


623 BEDFOFRD ROAD, PLEASANTVILLE, NEW YORK 


23 January 1958 


Headquarters Detachment 
Bolling Air Force Base 
Washington 25, D. C. 


STATINTL 
Subject: Contract HF-22)19 
Gentlemen: 
Attached hereto please find our Invoices 1797) and 17975 for the 
equipment under Item 1 of subject contract which were inadvertently 


omitted from our letter dated January 1), 1958, 


Very truly yours, 


STATINTL 


Manager, Government Contracts 
we/eme 
Attachments (8) 
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